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LINEAR SOLENOID 


ACCEPTED VENDORS: 
MCMASTER CARR 
PO BOX 4355 
CHICAGO IL., 60680-4355 
(630) 833-0300 
VENDOR P/N: 9719K24 (ALT. 9719K16). 


MANUFACTURER: 
GUARDIAN ELECTRIC CORP 
5309 CALIFORNIA AVE. 
NASHVILLE, TN. 37209 


VOLTAGE RATING: 12/24 VDC 
POWER DRAW: 32.4W 
FORCE: 45oz. @ 50% STROKE 
STROKE: 1in 
HOUSING MATERIAL: ZINC PLATED STEEL 
MANUFACTURER MODEL NO.: LT12x19-I-24 
MANUFACTURER PART NO.: A420-066845-00 
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NOTE: 
This drawing defines the overall geometry and performance specifications of the 
part/assembly, and constitutes the acceptance criteria thereof. Only the item(s) described in 
this document procured from the vendor and/or manufacturer listed hereon are approved for 
use. A substitute item shall not be used without prior approval. Conformance of hardware to 
these requirements is acceptable in lieu of vendor and/or manufacturer documentation. 
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